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South Africa Sees Covid-19 Fourth Wave 
Starting in Early December 
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A health care worker administers a Covid-19 vaccination in Johannesburg in July. Photographer: Waldo 
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South Africa expects a fourth wave of coronavirus infections to start on Dec. 2 and to last about 75 


days, Salim Abdool Karim, former chairman of the government’ s ministerial advisory committee on 
Covid-19, said. 


The government is assuming that the wave will follow a similar pattern to that of the third wave and 


that there will be a new variant by then, he said in a Government Technical Advisory Centre 
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